FRAME JIG 


14" hardboard 


.CORNER CLAMP 

Vi" radius 


Use diagonals to 
locate slot lines. 


2Vi" 


14" winq nut 

14" fender washer 


14" overhangs to 
contain 
band clamp 


BASE 

Vi" x 27 x 32" plywood 



27" 

Vi" fender washer 

14"-20 hex bolt 
2Vi" long 


#8x114" F.H. 
wood screw 



14" overhang of hardboard over plywood 

CORNER CLAMP 
































